Trump Nicknames Adam Schiff “Little Adam Schitt”, Called Profane 
as He Mocks Mueller Probe 
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Description 


Legendary for his nicknames, Trump accidentally “misspells” Schiffs name, thereby causing meltdowns but 
this backs the dems into a corner. 
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